ETag: "da52b209cc6859ee7b2d360df9614414"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 2006474
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: The present work deals with the broadening of rotational lines of the carbon monoxide 2-0 band by both argon and hydrogen chloride. A high resolution grating spectrometer with a spectral slit width of 0.07 cm-1 was used, necessitating only a small correction in observed half-width values. Sufficiently small contributions of CO self-broadening were obtained by using long pathlength cells of 12 meters for CO-argon mixture and 1 meter for CO-HCI mixture. Half-width results, which are considered accurate to within �5 percent, are presented in the form of a table and by a graph.
x-archive-meta-cite: J. Res. Nat. Bur. Stand. Sec. A: Phys. Ch., Vol. 67A, No. 2, p. 113
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-date: 1963
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 2
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 113
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the individual works to make sure there are no copyright restrictions indicated. Individual works may require securing other permissions from the original copyright holder.
x-archive-meta-title: Broadening of the rotational lines of carbon monoxide by HCl and by argon
x-archive-meta-volume: 67A
x-archive-meta01-creator: Thibault, R.J.
x-archive-meta02-creator: Jaffe, J.H.
x-archive-meta03-creator: Plyler, Earle K.
x-upload-date: 2012-06-18T18:01:50.000Z
